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Abdomen, Actinomycosis of, 858; Contu 
sion of the, 705; and Part of Scrotum. 
Avulsion of Skin of, 850. 

Abdominal Edited by Sir 
Berkeley 446; 
Puncture in Intra- 


Operations, 
Review of, 
Acute 


Moynihan, 
Diagnosis of 
peritoneal Disease, 454. 
Abscess, Ameebic, of Liver, with Rupture 
Inferior Pulmo 


into Vena Cava, 444; 


nary, Post-operative, Etiology of the, 
240; of Urachus, 315. 

Acetabulum, Fracture of, 719. 

Actinomycosis of Abdomen, &58. 

Adenoma, Malignant, of Corpus Uteri, 
Wertheim Operation for, 548. 

Adolescents, Carcinoma in, 569. 

Ameebic with 


into Inferior Vena Cava, 444. 


Abscess of Liver Rupture 

Amputation, Interscapulothoracic, for Sar- 
coma of Arm, 844. 

Anesthesia, Local Versus General, for 
Upper Abdominal Operation, 463. 

Anastomosis, Stitch Interpolation, in Ar 
terial and Venous, 131. 

ANpREWS, EpmMuND: The Ilio-hypogastric 
Nerve in Relation to Herniotomy, 79. 
Angiofibroma of Ileum with Intussuscep 
tion, 723. 
Ankle-joint, 
the, for 

135. 
Aorta, Penetrating Bullet-wound of Thor- 


acic, 827; 


Late Result of Excision of 


Infected Compound Fracture, 


Rupture of the, with Hemo- 
pericardium, 141. 

A Study of 
Removed, 222. 


Appendices, 6797 Surgically 
Fecal Fistula fol- 
Enterostomy for 


External 
High 
Ileus After, 710. 


Appendicitis, 
lowing, 782; 

Arm, Interscapulothoracic Amputation for 
Sarcoma of, 844. 

Arthritis, Acute Suppurative, 720; Septic, 
of the Knee, 704. 

Arthrodesis of the 
Wrist, 137. 

Arthrotomy 


Elbow, 104; of the 

for Knee-joint Calculi, 392. 

AsHuuwRsST, ASTLEY 
the Elbow, 104; 
of the Metatarsus, 132; Late 


P. C.: Arthrodesis of 
Dislocation 
Result of 
for Fracture-dislocation, 


Divergent 


Astragalectomy 
134; Late Result of 
Ankle-joint for 
Fracture, 135. 


Excision of the 


Infected Compound 


Astragalectomy, Late Result of, for Frac- 
ture-dislocation, I 34. 

Astragalus, Dislocation of the, 137. 

Asymmetry of the Mandible from Unilat- 
eral Hypertrophy, 755. 

AvucHINCLOss, HuGH: Partial 
of Mandible, 841; Interscapulothoracic 
Amputation for Sarcoma of Arm, 844; 
Carcinoma of 


Resection 


3reast During Pregnancy, 
840. 


| 
Abdomen :and Part 


Avulsion of Skin of 
of Scrotum, 850. 
Axilla, Dissection of the, in Radical Oper- 


ations for Cancer of the Breast, 770. 


B 
FENWICK: Plastic Surgery in 
Children, 420; Avulsion of Skin of Ab- 
domen and Part of Scrotum, 850. 
Beer, Epwin: 


BEEKMAN, 


Total Cystectomy for Car- 
cinoma of the Bladder, 427; Multiple 
Diverticula of Urinary Bladder with 
429; Partial Cystectomy for 
Tubercular Vesico-tubal-colonic Fistula, 
430; Left Calculous Hydro- 
nephrosis in Right Iliac Fossa, 432. 

BELTRAN, 


Stones, 

Infected 

3asin R.: Strangulated In- 
guinal Hernia in an Infant, 571. 

Betaubung, Die Oertliche, Edited by Prof. 
Dr. Henrich Braun, Review of, 158. 

Beye, Howarp L.: Dermoid Cysts of the 

Mediastinum, 577. 

CuHartes Y.: A 
vator, 120. 

Bile Duct, Dilatation of the Common, in 
the Absence of Functioning Gall-bladder, 
479; Rupture of an Intrahepatic, with 
Fatal Peritonitis, 55. 


Brpcoop, Ele- 


Perineal 


Bile Ducts, Cholecystenterostomy for Car- 
cinoma of the, 720. 

Biliary Fistula, Late Result of, 855. 

Birth-fracture of the Shaft of the Femur 
Eight Years after Injury, 837. 

Bladder, Multiple Diverticula of Urinary, 
with Stones, 429; Total Cystectomy for 
Carcinoma of the, 427. 

Blair’s Operation for 
Tongue, 144. 

BoLLinG, RicHArp W.: Complete Congeni- 
tal Obstruction of the Duodenum, 543; 


Cancer of the 


Chronic Irreducible Intussusception, 545; 
Ovarian Cyst Free in Peritoneal Cavity 
of Three Months’ Old Infant, 546. 

Bone Sarcoma, Traumatic, 554. 
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Bowel Inflation for Intussusception, 704. 


3kAUN, Hernricu: Die Oertliche Betau- 
bung, Edited by, Review of, 158. 
Breast, Carcinoma of, During Pregnancy, 
846; Dissection of the Axilla in Radical 
Operations for Cancer of the, 770; In- 
flammatory Carcinoma of the Female, 
838; 
Knife and without Ligatures, 42; Tuber- 


culosis of the, 170. 


Operation with the Endotherm 


3ronchiectasis with Thoracic Fistula, 862. 
Bronchostomy for Bronchiectatic Suppura- 
tion in Upper Left Lobe of Lung, 295. 
Brown, Henry P., Jr.: Echinococcus Cyst 
of Liver, 309; Partial Hydronephrosis 
Caused by Pressure from Double Ure- 
ter, 311; Pseudo-pancreatic Cyst fol- 

lowing Cholecystitis, 573. 

Buercer, Leo: The Circulatory Disturb- 
ances of the Extremities, Edited by, Re- 
view of, 157. 

Jullet-wound, Penetrating, of Thoracic 
Aorta, 827. 

SuRDICK, Cart G.: Plastic Surgery in 
Children, 420. 

3urns, Cancer Developing in the Scars of, 
165; of Forearm and Wrist, Extensive 
Plastic for Effects of, 553. 

suzy, B. F.: Foot Dislocations, 136. 


Cc 
Czecum, Tuberculosis of the, 433, 496. 
Calculi, Knee-joint, Arthrotomy for, 392 
Calculous Hydronephrosis, Left, 
in Right Iliac Fossa, 432. 
Cancer of the 


Infected 


Dissection of the 
Axilla in a Radical Operation for, 770; 
of the Heart, 161; of the Rectum, Talma 
Operation Cure, 727; 


Breast, 


Simultaneous Bi- 
lateral Mammary, 734; of the Stomach, 
Management of Advanced, 449; of the 
Tongue, Blair's operation 144; 
Tongue, Hemiglossectomy for, 420. 

Carcinoma in Adolescents, 569; of Anter- 


for, 


ior Floor of Mouth, 419; of the Bile 


Ducts, Cholecystenterostomy for, 729; 
of the Bladder, Total Cystectomy for, 
27; of Breast during Pregnancy, 846; 


of Breast, Inflammatory, of the Female, 
838; of the Colon, Right Segment, 357; 
Cutaneous, of the 


Lower Extremities, 


663; of the Larynx, Laryngectomy for, 


733; in Scar Tissue following Burns, 
165; of the 


866 


on the Development of, 


Stomach, Resection-implantation of Duo- 


denum into Pancreas, 546; of tongue, 
417; Hemiglossectomy by Endothermy 


in, 585; Technic of Use of Removable 
Radon Seeds in, 508. 
B. N.: 


of Fractures of the Skull as Developed 


~ 


“ARTER, Diagnosis and Treatment 


in the Cincinnati General Hospital, 182. 


~ 


‘artilage, Cyst of External Semilunar, 142. 
‘avernoma of the Thigh, 566. 
Caytor, Harotp D.: The Healing of the 
Gastric Ulcer in Man, 350. 


~ 


Cervical Lymph-nodes, Anomalous Tumor 
of the, 717; Meningocele, Congenital, 
837; Vertebra, The Odontoid Ossicle of 
the Second, 20. 

Charcot’s Disease, Reconstruction of Hip- 
joint Disorganized by, 693; Joint Disease 

Silateral, 568. 

Aids to, 618; 


of the Elbow, 
Cholecystectomy, without 
Drainage, 730. 
Cholecysténterostomy for Carcinoma of the 
Bile Ducts, 729. 
Cholecystitis, Pseudo-pancreatic Cyst fol 
lowing, 573- 
Cholelithiasis, Infected Hydatid Disease 
of the Liver Associated with, 138. 
Cincinnati General Hospital, Diagnosis and 
Fractures of the Skull as 
Developed in the, 182. 


Treatment of 


Circulatory Disturbances of the Extremi- 
ties, Edited by Leo Buerger, Review of, 
157. 

CLUTE, M.: Persistent and Re- 
current Hyperthyroidism, 199. 

CorFrey, Ropert C.: Colonic Polyposis with 
Engrafted Malignancy, 364; Dilatation 
of the Common Bile Duct in the Absence 
of Functioning CUall-bladder, 479. 

CoHEN, Ira: Abdominal 


Howarpb 


Puncture in the 
Diagnosis of Acute Intraperitoneal Dis 
ease, 454. 

Cote, WALLACE H.: Giant-cell Tumor In- 
volving Phalanges, 328. 

CoLtey, WiLt1AM B.: Traumatic Bone Sar- 
coma, 554. 

Colon, Adenocarcinoma of Sigmoid, 715; 
Carcinoma of the Right Segment of the, 
357; the Pathogenic, 790. 

Colonic Polyposis with Engrafted Malig- 
nancy, 364. 

Congenital Dislocation of Hips in Identical 
Twins, 682. 
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Corneal Ulcer after Alcohol Injection of 
Gasserian Ganglion, 434. 
Craniocerebral Injuries, Treatment of 


Acute Traumatic, 741. 


_ 


‘utaneous Carcinoma of the Lower Ex- 


tremities, 663. 


Cutter, Conpicr W., Jr.: Fractures of 
Head and Neck of Radius, 267. 
Cyst of External Semilunar Cartilage, 142; 


of Kidney, Solitary, 314; of Liver, Echi- 
nococcus, 309; of the Liver, Hydatid, In- 
volving Both Lobes, 549; Ovarian, Free 
Months’ 


Pancreas, 


in Peritoneal Cavity of Three 
Old Infant, 546; of 
Pseudo-pancreatic, 
titis, 573. 


712; 

following Cholecys- 

Cystectomy, Partial for Tubercular Vesico- 
tubal-colonic Fistula, 430; Total, for 
Carcinoma of the Bladder, 427. 


Cysts, Dermoid, of the Mediastinum, 577. 


D 
WiLLtiAM: Epiphyseal 
at Lower End of Humerus, 426. 
DerAsis, Carcinoma 
of the Lower Extremities 663. 
DraverR, JoHN B.: External Fecal Fistula 
following Appendicitis, 782. 
DeCourcy, JoserpH L.: The Prevention of 
Post-operative Thyrotoxicosis by Post- 


DARRACH, Injuries 


CESAREO: Cutaneous 


operative Lodinization, 768. 
DEEDERA, Stitch Interpolation 
in Arterial and Venous Anastomosis, 131. 
D’Errico, Josep, Jr.: The Odontoid Os- 
sicle of the Second Cervical Vertebra, 20. 
Dermoid Cysts of the Mediastinum, 577. 
Dicsy, KeNnetm H.: Observations on the 
Treatment of Gall-stones, 47. 
Disinfection of the Hands, A Study of the, 
S31. 


CARLETON : 


Dislocation of the Astragalus, 137; Con- 
genital, of Hips in Identical Twins, 682; 
Divergent, of the Metatarsus, 132; Iso- 
lated, of First Metatarsal Bone, 440; of 
the Shoulder, 84. 

Dislocations, Foot, 130. 

The Mechanism of 

Perforation Due to, 60. 


Distention, Intestinal 


Diverticula of the G2sophagus, 1; of Uri- 
nary Bladder, Multiple, with Stones, 429. 

Diverticulum, Meckel’s, 
470. 

DowpveEN, J. W.: Active Motion in Treat- 
ment of Fractures, 441. 


Peptic Ulcer of 


rs 
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Drainage Apparatus, Improved Suprapubic, 
307. 

Drarek, Joun Witt1AM: The Pathogenic 
Colon, 790. 

Duodenal Ulcer, Experimental Production 
of, by Exclusion of Bile from the Intes 
tine, 614; Following Gastro-enterostomy, 
149; and Gastric, Questions Involved in 
Operative Procedures in Cases of, 345; 
and Gastric Ulcers, Surgery of, 217. 

Duodenum, Complete Congenital Obstruc- 
tion of the, 543. 


E 


EarLe, SAMUEL T.: Excision of Internal 
Hemorrhoids, 442. 

Echinococcus Cyst of Liver, 309. 

Traumatic 
Due to 


EGGERS, CARL: 
Small 


lence, 299. 


Rupture of 

Intestine External Vio- 

Elbow, Bilateral Charcot’s Joint Disease of 
the, 568; Arthrodesis of the, 104. 

Elevator, A Perineal, 126. 

Exvrason, E. L.: Infected Hydatid Disease 


of the Liver Associated with Chole- 
lithiasis, 138; Sarcoma of the Stomach, 
130. 
E_MeR, Water G.: Arthrodesis of the 


Wrist, 137. 
ELSBERG, CHARLES A.: Tumors of Spinal 
Cord and Symptoms of Irritation and 
Compression of Spinal Cord and Nerve 
Roots. Edited by, Review of, 155. 
Endotherm Knife, Breast Operation with 
the, and without Ligatures, 42. 
Endothermy, Hemiglossectomy by, in Car- 
cinoma of the Tongue, 585. 
Enterostomy, High, for Ileus after Appen- 
dicitis, 716. 
Epiphyseal Injuries at the Lower End of 
Humerus, 426. 
ERDMAN, SEWARD: Adenocarcinoma of 
Sigmoid Colon, 715; Anomalous Tumor 
of the Cervical Lymph-nodes, 717; High 
Enterostomy for Ileus after Appendi- 
citis, 716. 
Excision of the Ankle-joint, Late Result 
of, for Infected Compound Fracture, 135. 
Exophthalmic Goitre, Combined Secondary 
Thyroidectomy and Thymectomy for In- 
tractable, 288. 


F 
Facial Surgery, Edited by H. P. Pickerill, 
Review of, 157. 
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Isolated 
Bone, 


Farr, CHARLES E.: Dislocation 
of First Metatarsal 440; Acute 
Osteomyelitis in Children, 686; Bowel 
Inflation for Intussusception, 704; Septic 
Arthritis of Knee, 704; Contusion of the 
Abdomen, 705. 

Fascia Grafts, Dead, for Hernia Repair, 
Experimental Results in the Use of, 523. 

Fecal Fistula, External, following Appen- 
dicitis, 782; Occurring in a Large Inci- 
sional Hernia, 140. 

Femoral Artery, Penetrating Bullet-wound 
of Thoracic Aorta followed by Lodge- 
ment of the Bullet in the, 827. 

femur, Birth-fracture of Shaft of, 837; 
Fracture of Neck of, 425, 560; Fracture 
of Shaft of; Delayed Reduction by 
Skeletal Traction, 297; Late Results in 
Treatment of Simple Fracture of the, 
in adults, 279; Osteomyelitis of, 727. 

Fibroma of the Mesentery, 310. 

Fisuer, ArtHur O.: Tuberculosis of the 
Czecum, 496. 

Fistula, Bronchiectasis with Thoracic, 862; 
External Fecal, following Appendicitis, 
782; Late Result of Biliary, 855; Partial 
Cystectomy for Tubercular Vesico-tubal- 
colonic, 430. 

Flank, Pyelography in the Diagnosis of 
Tumors of the, 634. 

Flexor Tendons of the Hand, Repair of 
the Wounds, III. 

Fiick, Joun B.: Tularemia, 737. 

Foot Dislocations, 136. 

Forearm and Wrist, Plastic for Effects of 
Extensive Burns of, 553. 

Fracture, Birth, of Shaft of Femur, 837. 

Fracture-dislocation at the Shoulder-joint, 
562; Late Result of Astragalectomy for, 
134. 

Fractures, Active Motion in Treatment of, 
441; of Acetabulum, 719; Ununited, of 
the Hip, 696; Multiple, in Child, 857; 
of Neck of Femur, 425; Reconstruction 
Operation, 560; Simple, of Femur in 
Adults, Late Results in Treatment of, 
279; of Shaft of Femur, Delayed Re- 
duction by Skeletal Traction, 297; of 
Both Patella, 720; of the Skull, Diag- 
nosis and Treatment of, as Developed 
in the Cincinnati General Hospital, 182. 
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Gall-bladder, Dilatation of the 
Bile Duct in the Absence of 


Common 


Function- 
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ing, 479; Primary Tuberculosis of the, 
800. 
Gall-stones, Observations on the Treat 


ment of, 47; Rapid Formation of, 551. 
GarLocK, JoHN H.: Repair of Wounds 
of the Flexor Tendons of the Hand, 111. 
Gasserian Ganglion, Corneal Ulcer 
Alcohol Injection of, 434; Partial Neu 
rectomy of the Sensory Root of the, in 
Trifacial Neuralgia, 196. 
Gastric 


after 


861; and 
Duodenal Ulcers, Questions Involved in 
345; 
Ulcer, Bleeding, 149; 
Penetrating, Visualization of the Car 


Hemorrhage, Massive, 


Operative Procedures in Cases of, 
Surgery of, 217; 


dia, The Seat of a, 466; in Man, The 
Healing of the, 350. 
Gastro-enterostomy, Duodenal Ulcer fol 


lowing, 149; Roux Y, 728. 
Gastro-jejunal Ulcer, Perforated, 294. 
Gastro-mesenteric [leus, 708. 

Gerstek, Joun C. A.: Late Result of 
Osteochondroma of Rib, 860; Massive 
Gastric Hemorrhage, 861. 

Giant-cell Tumor Involving Phalanges, 328. 

Gipson, Cuares L.: Aids to Cholecystec 
tomy, 618; Gastro-mesenteric Ileus, 708; 
Roux Y Gastro-enterostomy, 728; Chole- 

for Carcinoma of the 

Bile Ducts, 729; Cholecystectomy with- 

out Drainage, 730. 


cystenterostomy 


Glossopharyngeal Neuralgia and Its Sur- 
gical Relief, 338. 

Goitre, Exophthalmic, Combined Secondary 
Thyroidectomy and Thymectomy for In- 
tractable, 288. 

Grace, Roperick V.: Late Results in 
Treatment of Simple Fracture of the 
Femur in Adults, 279. 

Grafts, Free Tendon, for Loss of the Ex- 
tensor Tendons of the Hand, 553. 


GRAVES, Stuart: Ameebic Abscess of 
Liver with Rupture into Inferior Vena 
Cava, 444. 

GREEN, NATHAN W.: The Management 


of Advanced Cancer of the 
449. 

Gruca, ADAM: Asymmetry of the Man- 
dible from Unilateral Hypertrophy, 755. 
H 
Hemostasis in Suprapubic Prostatectomy, 

381. 
Haun, Leo J.: 
812. 


Stomach, 


Mesenteric Lymphadenitis, 
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Hate, Kettey: Congenital Dislocation of 
Hips in Identical Twins, 682; A Study 
of the Accessory Pancreas, 774. 

Hands, A Study in the Disinfection of the, 
831; Wounds of the Flexor Tendons, 
Repair of, 111. 

HaANForD, JoHN M.: Cyst of Pancreas, 
712. 

Hartwett, Joun A.: Osteomyelitis of 
Femur, 727. 

Heap, Jerome R.: Tuberculosis of the 
Mesenteric Lymph-glands, 622. 

Heart, Cancer of the, 161. 

Heel, Plastic on the, 561. 

Hemiglossectomy for Tongue Cancer, 420; 
by Endothermy in Carcinoma of the 
Tongue, 585. 

Hemopericardium, Rupture of the Aorta 
with, 141. 

Hemorrhage, Massive Gastric, 861. 

Hemorrhoids, Excision of Internal, 442. 

HeENpDERSON, Mervin S.: Ununited Frac- 
ture of the Hip, 606. 

Henpricks, Witt1AM A.: Carcinoma of 
the Right Segment of the Colon, 357. 
HeRMAN, Leon: Pyelography in Renal 

Diagnosis, 227. 

Hernia, Fecal Fistula Occurring in a 
Larze Incisional, 140; Multiple Sacs in 
Inguinal, 81; Repair, Experimental Re- 
sults in the Use of Dead Fascia Grafts 
for, 523; Strangulated Inguinal, 724; 
Strangulated Inguinal, in an Infant, 571. 

Hernial Sac, Traumatic Rupture of Small 
Intestine in an, 208. 

Herniotomy, The Ilio-hypogastric Nerve 
in Relation to, 79. 

Herrick, Frepertck C.: Pyelography in 
the Diagnosis of Tumors of the Flank, 
634. 

Hryp, CHartes Gorpon: Carcinoma of 
the Stomach; Resection-implantation of 
Duodenum into Pancreas, 546; Wertheim 
Operation for Malignant Adenoma of 
Corpus Uteri, 548; Rapid Formation of 
Gall-stones, 551; Hydatid Cyst of the 
Liver Involving Both Lobes, 549. 

Hinton, J. Witt1AM: Tuberculosis of the 
Breast, 170. 

Hip, Ununited Fracture of the, 606. 

Hips, Congenital Dislocation of, in Identi- 
cal Twins, 682. 

Hip-joint, Reconstruction of, Disorganized 
by Charcot’s Disease, 693. 


Hirzrot, JAMES Morey: Plastic on the 
Heel, 561.; Fracture-dislocation at the 
Shoulder-joint, 562; Cavernoma of the 
Thigh, 566. 

Hocuet, JosepnH P.: Reconstruction of 
Hip-joint Disorganized by Charcot’s 
Disease, 693. 

Hortman, Emire: The Etiology of the 
Post-operative Pulmonary Abscess, 240. 

Humerus, Epiphyseal Injuries at Lower 
End of, 420. 

Hunt, VerRNeE C.: Hemostasis in Supra- 
pubic Prostatectomy, 381. 

Hydatid Cyst of the Liver Involving Both 
Lobes, 549; Infected, Disease of the 
Liver Associated with Cholelithiasis, 138. 

Hydronephrosis, Infected Left Calculous, 
in Right Iliac Fossa, 432; Partial, 
Caused by Pressure from Double Ureter, 
311; Treatment of Obstructions of the 
Upper Ureter and Early, 260. 

Hydronephrotic Kidney, Traumatic Rup- 
ture of, 284. 

Hyperthyroidism, Persistent and Recur- 
rent, 199. 


I 


Ileum, Angiofibroma of, with Intussus- 
ception, 723. 

Ileus, Gastro-mesenteric, 708; After Ap- 
pendicitis, High Enterostomy for, 716. 
Ilio-hypogastric Nerve in Relation to Her- 

niotomy, 79. 

Imperforate Rectum with Vesical Outlet, 
735. 

Inferior Vena Cava, Ameebic Abscess of 
Liver with Rupture into, 444. 

Inflation of Bowel, for Intussusception, 
704. 

Inguinal Hernia, Multiple Sacs in, 81; 
Strangulated, 724; Strangulated, in an 
Infant, 571. 

Intestinal Obstruction from Direct 
Trauma, 318; Perforation, The Mechan- 
ism of, Due to Distention, 60. 

Interscapulothoracic Amputation for Sar- 
coma of Arm, 844. 

Intestine, Aseptic End-to-End Suture of, 
490; Projecting, A Skin Flap Cover for, 
123; Small, Traumatic Rupture of, in an 
Hernial Sac, 298; Small, Traumatic 
Rupture of, Due to External Violence, 
200. 

Intra-abdominal Testicle, Sarcoma of, 725. 
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Intracranial Venous Sinuses, Invasion of 
the, by Meningioma, 321. 
Intrahepatic Bile Duct, Rupture of an, 


with Fatal Peritonitis, 55. 
Intraperitoneal Disease, Acute, Abdominal 
Puncture in Diagnosis of, 454. 


Intussusception, Angiofibroma of Ileum 
with, 723; Bowel Inflation for, 704; 
Chronic Irreducible, 545. 

Iodinization, The Prevention of Post- 


operative Thyrotoxicosis by Post-opera- 
tive, 768. 
J 

Jackson, CHEVALIER: Diverticula of the 
(Esophagus, I. 

Jaw, Lower, Asymmetry of the, from Uni- 
lateral Hypertrophy, 755; Partial Resec- 
tion of, 841. 

Jejunal Ulcer, 150. 

Jennincs, Joun E.: Dissection of the 
Axilla in Radical Operations for Can- 
cer of the Breast, 770. 

Jounson, Freperick M.: On the Develop- 
ment of Carcinoma in Scar Tissue fol- 

lowing Burns, 165. 


K 

Kapsinow, Ropert: Cancer of the Heart, 
161; The Experimental 
Duodenal Ulcer by Exclusion of 
from the Intestine, 614. 

Ketty, Howarp A.: The Radical 
Operation with the Endotherm 
and without Ligatures, 42. 

Kidney, Solitary Cyst of, 314; Traumatic 
Rupture of Hydronephrotic, 284; Treat- 
ment of Traumatic Rupture of the, 240. 

Kopp, Epwarp J.: Imperforate Rectum 
with Vesical Outlet, 735; Simultaneous 
Bilateral Mammary Cancer, 734. 

Knee, Septic Arthritis of Knee, 704. 

Knee-joint Calculi, Arthrotomy for, 392; 
Chronic Synovitis of the, 143; Injuries, 
Acute, 651. 

Knife, Endotherm, 


Production of 
Bile 


sreast 


Knife 


sreast Operation with 
the, and without Ligatures, 42. 

Koontz, Amos R.: Experimental Results 
in the Use of Dead 
Hernia Repair, 523. 


Fascia Grafts for 


L 
LAHEY, FRANK H.: Persistent and Recur- 
rent Hyperthyroidism, 199. 
JosepH W.: 
the Czcum, 496. 


LARIMORE, Tuberculosis of 


PauL: Penetrating Bullet- 


Thoracic Aorta followed by 


LaRogug, G. 
wound of 
Lodgement of the Bullet in the Femoral 
Artery, 827. 

Laryngectomy for 
Larynx, 733. 

Laws, GeorGe M.: 
ney, 314. 

LAWSON, 


Carcinoma of the 
Solitary Cyst of Kid- 
TuHeoporeE C.: Tuberculosis of 

the Breast, 170. 

Lee, Burton J.: Inflammatory Carcinoma 

of the Female Breast, 838. 

LEONARDO, RicHARD A.: Primary Pneumo- 

coccus Peritonitis, 411. 

Lewis, Frecpinc O.: Laryngectomy for 

Carcinoma of the Larynx, 733. 
LEWISOHN, RicHArD: Bleeding 

Ulcer, 149; Jejunal Ulcer, 150; Visualiza- 

tion of the Cardia, The Seat of a Pene- 
Ulcer, 4606; 
Ileum with Intussusception, 

723; Strangulated Inguinal Hernia, 724. 
LILIENTHAL, HowaArp: Bronchiectasis with 

Thoracic Fistula, 862; Study in the Dis- 

infection of the Hands, 831. 
Lipiodol, The Danger in the Use of, 


Gastric 


trating Gastric Angio- 


fibroma of 


in the 
Diagnosis of Obstructive Lesions of the 
Spinal Canal, 32. 

Liver, Cyst of, 

datid Cyst of the, Involving 

549; 

Associated 


309; Hy- 

soth Lobes, 

Infected Hydatid Disease of 

with Cholelithiasis, 1238. 

Lower Extremities, Cutaneous Carcinoma 
of the, 663. 

Lung, 
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